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Abstract 

Over the past several years, the state of California has considered a proposal to build a high-speed 
rail line connecting San Francisco and Los Angeles, as well as several other smaller locations. As plans 
have developed, the project has been hampered by expanding costs and questions about its feasibility. 
Recently, inventor Elon Musk proposed the construction of a new transportation system - a ‘Hyperloop’ 
which would use transports suspended in low-pressure steel tubes and powered by external motors to 
move passengers from one location to another. A key component of the Hyperloop is its onboard energy 
supply, which powers a turbine needed to suspend the capsule on a low-friction cushion of air[l] . Because 
space is limited, an efficient and high energy-density storage system is needed to power the capsule. Three 
possible energy storage systems are being considered: lead-acid batteries, lithium-ion batteries, and a 
new compressed air system called LightSail. The goal of this report is to provide a final recommendation 
for the ‘best’ energy storage system for the onboard Hyperloop turbine through analysis of the strengths 
and weaknesses of three options. Each of the three options will be evaluated for safety, reliability, energy 
density, and cost to determine which will be the most suited to the Hyperloop. 

Taylor Boelkes, Jonathan Gallien, Maurice Harari, Carson Hughes, Hojin Jeon, Peter Milling, Sarah 
Munday, Julia Win 

Background and Motivation 

The following systems are being compared: LightSail’s compressed air energy storage, lithium-ion batter- 
ies, and lead-acid batteries. Lithium-ion and lead-acid batteries will be investigated due to their reputation 
as reliable energy storage technologies and LightSail will be investigated due to Elon Musk’s recommenda- 
tion for its use in the Hyperloop. Any storage system would have to be capable of driving an electric motor 
capable of running the turbine. The driving force on the capsule is not derived from the turbine itself: the 
turbine will redirect air into spaces underneath the capsule, suspending it on a cushion of air, allowing low 
friction motion. 

LightSail 

LightSail is a new technology that is primarily mechanical rather than chemical in nature. It consists 
of a piston and a water-storage tank. To generate work, hot water is sprayed into the piston containing 
compressed gas; the gas then expands and does the work needed by the compressor. To recharge, work 
must be done to compress the gas, releasing heat. The water absorbs the heat and flows into storage. The 
air always stays around room temperature. LightSail operates with remarkable simplicity compared to the 
battery alternatives, and the inventors further claim that the LightSail’s thermodynamic process is fully 
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reversible and thus incredibly efficient ! 2 1. While the creators of LightSail give impressive numbers such as a 
20 year lifespan and 90% thermal efficiency, data regarding concerns such as size and safety is not publicly 
available. 

Lithium-ion Batteries 

Lithium-ion batteries are made up of two components joined by an electrolyte: a lithium-containing 
compound and a matrix which can accept intercalated lithium-ions! 3 !. While a number of materials can be 
used for cathodes and anodes, the cathodes are typically compounds such as lithium iron phosphate (common 
in vehicles) or lithium cobalt oxide (common in electronics), while the anode materials vary widely. Energy 
densities of 0.12 kWh/kg! 4 l are common. Lithium-ion batteries have lower discharge efficiencies than other 
battery types, as the electrolyte can degrade at low voltages. In general, lithium-ion batteries 

have higher energy densities and shorter lifespans than other battery types, as well as monthly charge 
loss when not in use. 

Lead-Acid Batteries 

Lead-acid batteries are made up of lead and lead oxide plates submerged in sulfuric acid. These batteries 
can typically be run for 1200 recharge-discharge cycles before the plates become too degraded by sulfation 
(conversion of elemental lead to lead sulfate) to provide useful voltage. The type of battery considered is 
a ‘sealed’ lead-acid battery; its contents are not exposed to air. This prevents any hydrogen and oxygen 
gas produced by electrolysis of the aqueous solution from being exposed to stray sparks or open flames. 
Lead-acid batteries are relatively maintenance free, and often have safety features incorporated into their 
designs. However, their specific energy densities tend to be low. 

Evaluation Criteria 

In order to determine which of the three energy sources is the most appropriate to power the compressor 
required for the capsules in the Hyperloop system, each of the options was evaluated with respect to five 
distinct criteria. The five criteria used to evaluate the power sources are the following: energy density, 
performance/efficiency, cost, reliability, and safety. Each of the criteria was given a weighting under the 
constraint that the sum of the criteria must be equal to 1, as shown in Figure 1 below. 


Criteria 

Weight 

LightSail 

Lithium-Ion 

Lead- Acid 

Energy Density 

0.30 

1 

5 

3 

Safety 

0.25 

1 

3 

3 

Cost 

0.20 

5 

1 

3 

Performance 

0.15 

4 

5 

4 

Reliability 

0.10 

2 

4 

4 






Total 


2.35 

3.60 

3.25 


Table 1 
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Great 


Table 2 


Figure 1. The Pugh Matrix developed to analyze the three selected energy storage systems with the 
rating scale. 

Energy density was given the highest weighting, 0.3, largely because this is a measurable quantity for 
each energy source and therefore there is no subjectivity introduced when comparing the energy sources. 
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Additionally, the compressor in each capsule requires a certain amount of power in order for the trip to be 
successful, so the energy density of the energy source must meet the requirements of the system. 

Safety was given the second highest weighting, 0.25. The Hyperloop system is expected to carry greater 
than 14 million passengers per year and therefore the safety of the passengers must be of utmost importance. 
If the patrons are put at risk by the implemented energy storage technology, the entire system cannot be 
put into operation. 

Although there is not a cost constraint introduced in the initial analysis of the Hyperloop system, it is 
important to consider the initial and maintenance costs of the energy source. Therefore, the cost of the 
energy storage system was given a weighting of 0.2. When considering the cost of the energy source, the 
lifespan, cost of materials, cost of repairs, and recharge time were considered. The recharge time was a large 
portion of the cost consideration because it determines the number of energy sources that must be either in 
use or charging at any given time. 

The performance and efficiency of the energy source was given a weighting of 0.15. Not only must the 
energy source be able to consistently produce the amount of power required for the compressor, but this 
efficiency also cannot decrease over the lifespan of the source. Because the energy source will be removed 
from the capsule at each station and recharged before being used again, the energy source must also be 
capable of being recharged numerous times without losing efficiency. 

The final criteria, reliability, was given a rating of 0.1. In order for the energy source to be a feasible way 
to power the capsules, the maintenance and ease of repair of the energy sources must be important in the 
case of failure. However, because the trips are only 45 minutes in duration, the chance of failure in these 
short trips is low. 

Discussion 

Assumptions 

Several assumptions were made when comparing the energy sources in order to determine which is the 
most appropriate to power the compressor that is required in each capsule. The first major assumption made 
is that the power source must only power the compressor. Power requirements in the cabin such as lighting, 
the entertainment system, or air conditioning were not accounted for, since the power to the compressor is 
what is completely necessary for the Hyperloop to run. Additionally, it is also assumed that the motor can 
power the compressor with 100% efficiency. As a result, all of the available energy stored will be converted 
directly into power for the compressor. Finally, it is assumed that the power required by the compressor 
does not vary with the weight of the energy storage system. As the operation of the compressor and the 
conditions of the environment in the Hyperloop are not specified, it is difficult if not impossible to accurately 
predict the relationship between the power requirement and battery weight. 

Lithium-ions are commonly drained to about 60% of their capacity before recharge! 5 !. This wear-down 
characteristic can be applied to other batteries of similar chemistries! 6 !; therefore it is assumed that lead-acid 
batteries are also drained to this extent. This drainage characteristic is common among many batteries due 
to an inability to recharge if drained to full capacity. As little information is known on the functionality of 
LightSail, however, it is assumed that the compressed air can be fully expanded, thus draining 100% of the 
accessible energy. It is also assumed that the charging capacity and energy density of the batteries does not 
degrade with use and time. The life-span of the batteries was taken into consideration in the Pugh matrix 
during analysis. It is assumed that the lifespan of the battery already accounts for any charging capacity 
and energy density loss. 

In the document released by Tesla, Musk states that the weight of the batteries is to be 1,500 kg! 1 !. 
However, because Musk does not specify which type of battery this number 

corresponds to or the dimensions of this battery, all calculations were computed under the assumption 
that this weight is a suggestion rather than a constraining factor. 

The remainder of the assumptions made are related to the LightSail calculations. The first is that the 
values obtained for the temperature and pressure used for the compressed air are accurate. As these values 
are not directly available, values cited in articles on LightSail’s technology were used. The second assumption 
is that the work gained in the LightSail process can be explained by a single, near isothermal and reversible 
expansion. Although the change in air temperature is greater than zero, it is relatively small (less than 
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10°C)! 2 1. As a result, the calculations were done as though the process is isothermal. The final assumption 
made is that the Redlich-Kwong equation of state used for the LightSail calculations is applicable. Due to the 
high pressure of the compressed air (~ 3000 psi), the ideal gas law cannot be applied. The Redlich-Kwong 
equation, however, can be applied because it takes intermolecular interactions that gases experience at high 
pressures into consideration. 


Energy 

Storage 

Type 

Specific 

Energy 

Density 

(Wh/kg) 

Energy 

Density 

(Wh/L) 

Efficiency 

(v) 

_ Mass 

Re- 

quired 

(kg) 

Volume 

Re- 

quired 

(L) 

Cost 

per 

Unit 

($) 

Twenty- Year 
Cost ($ million) 

Lead- 

Acid 

35 

70 

0.71 

16,350 

8,200 

36,600 

316 

Lithium- 

Ion 

120 

230 

0.85 

4,000 

2,100 

168,000 

931 

LightSail 

5.3 

13 

0.70 

>69,600 

26,870 

139,200 

14 


Table 3 

Figure 2. A summary of the traits and requirements associated with each energy storage system. 

Energy Density 

The energy densities of the lithium-ion battery are far better than both the lead-acid battery and Light- 
Sail. The mass energy density of the lithium-ion battery is 0.12 kWh/kg (or a volumetric energy density 
of 0.230 kWh/L)! 4 ! as compared to that of the lead-acid battery, which is 0.035 kWh/kg (or a volumetric 
energy density of 0.0675 kWh/L)! 7 !. However, in order for LightSail to power the compressor with 243.75 
kWh, the technology requires 12.0 m 3 of volume - much more than the lithium-ion and lead-acid options 
require: 2.08 m 3 ! D2 l and 8.17 m 3 ! C2 l respectively. This also results in a LightSail module weight requirement 
of approximately 69.6 metric tons to power each capsule! 510 ! _ almost 30 times the weight proposed by 
Musk! 1 !. Therefore LightSail has an energy density much lower than that of the lithium-ion and lead-acid 
battery. A summary of these results is provided in Figure 2. 

Safety 

For the safety evaluation of the storage options, the lithium-ion and lead-acid batteries have the same 
safety rating, while LightSail has a much lower one. This is mostly attributed to the lack of information 
regarding the safety of LightSail. It is unknown how the safety risks involved with LightSail may change 
in the low-pressure and high-speed conditions it would be subjected to in the Hyperloop. In an isothermal 
compression, if the water entering the cylinder is greater than the cylinders minimum volume, water can 
become trapped in the cylinder. This is known as hydrolocking, and can lead to mechanical damage or an 
explosion. According to LightSail, this has not been an issue in their technology thus 

far! 8 !. However, it is unknown what the extent of the damage would be if the tank containing the 
high-pressure air were to explode. 

In comparison, lithium-ion and lead-acid batteries have been used safely in many industries, most notably 
in transportation. There is a risk of explosion if the battery is not properly maintained or is misused, but 
this risk is relatively small. In the United States, 2,300 people are injured each year from using lead-acid 
batteries and approximately 50% of these injuries are due to lifting or dropping the battery! 9 !. Compared 
to the approximate 250 million registered passenger vehicles in the United States, the risk of explosion is 
insignificant. There is no evidence to suggest that the safety risks involved in lead-acid battery use are 
notably higher than other energy storage systems capable of the same performance. 

Cost 

One of the greatest advantages LightSail has over its competitors is price. Air and water are the only 
parts of the system that need replenishing. Air is free and water is relatively cheap. The water cost could be 
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further reduced by using a closed-loop system, which allows for the water to be recycled. This suggests that 
the main cost of LightSail is the equipment used for compression and storage. LightSail will not disclose the 
material used for the storage tank, so the cost is calculated assuming the tank is built from steel. LightSail 
has proposed two sizes for its technology. As its smaller size is comparable to the size required from the 
calculations, it is assumed that the air can be stored in a single cylindrical tank. Given the dimensions of the 
Hyperloop, the necessary thickness of steel to withstand a pressure of 3000 psi, and the volume requirement 
of the tank, the tank should cost about $104,400! E1 1. Assuming a total cost of $139,200 per module!® 2 ! and 
100 modules in commission, the LightSail cost would be about$14 million!® 3 !. 

The cost of a lithium-ion battery that meets the power requirements is estimated to be about $168,000 
per battery!® 6 !. This value was obtained using a cost of $0.689/Wh! 10 !. Taking into consideration the number 
of trips made each year and the number of recharge times during the battery’s lifetime, the total annual cost 
of replacing the batteries is $46.52 million!® 1 !. While lithium may be subject to price shocks based on its 
availability on the market, the cost of lithium in batteries makes up less than 1% of the total cost of the 
battery! 11 !. As a result, any lithium cost fluctuations are fairly negligible. 

The cost is estimated to be $36,600 per lead-acid battery! E10 l. This value was obtained using a cost of 
$0.15/Wh! 12 !. Taking into consideration the number of trips made each year and the number of recharge 
times during the battery’s lifetime, the total annual cost of replacing the batteries is $15.77 million!® 11 !. This 
is approximately two-thirds less than the annual cost of using lithium-ion batteries. 

Considering the lifetime of LightSail, which claims to be over 20 years, this cost is much lower than the 
cost of lithium-ion or lead-acid batteries over that same time span (approximately $931 million!® 8 ! and $316 
million!® 12 ! respectively - shown in Figure 2). 

Performance /Efficiency 

Efficiency is the ratio of the work done by the energy source compared to the amount of energy that was 
stored in it to do that work. LightSail has an overall efficiency of 70% according to the LightSail website! 2 !. 
The efficiency of lead-acid batteries varies from 50-92%! 13 !. It is assumed that this value is 71%, as this is 
the median efficiency. The efficiency of a lithium-ion battery is around 85%! 14 !. The efficiencies of LightSail 
and the lead-acid battery are comparable while the lithium-ion battery has the highest efficiency of the three 

energy storage systems. Any self-discharge in the batteries is accounted for in the calculation of the 
power needed! 711 !. These values are summarized in Figure 2. 

Reliability 

As LightSail is a relatively new technology, it has not been widely used. Due to the lack of information 
LightSail has made publicly available, any malfunctions with the system may result in unknown damage and 
significant repair time. 

Lithium-ion and lead-acid batteries have been widely used with successful results. Due to the wide variety 
of applications, specifically in transportation, it is assumed that both batteries will have similar reliabilities 
in the Hyperloop. Additionally, should the battery fail or malfunction, there is extensive information and 
experience available to solve the problem quickly and cost-effectively. This results in lithium-ion and lead-acid 
being ranked the same in reliability, while LightSail is ranked much lower. 

Recommendation 

Based on the evaluations of each energy storage system in the five categories stated above and the 
weighting assigned to each category, the best storage system for the Hyperloop is the lithium-ion battery. 
The Pugh Matrix rankings and weightings produced the following overall scores on a scale from 1 to 5: 
LightSail - 2.35, lithium-ion - 3.60, lead-acid - 3.25 (see Figure 1). The lithium-ion battery received the 
highest score in energy density and performance/efficiency. It was tied with the lead-acid battery for the 
highest score in safety and reliability. The lithium-ion battery received the lowest score of the three in cost. 
Although the cost of the lithium-ion battery is significantly higher than that of the lead-acid battery and 
LightSail, its superiority in the remaining categories suggest that it is the best option of the three storage 
systems analyzed. 

Pitfalls, Limitations, Alternatives 

Pitfalls 

There are a few pitfalls that each type of battery possesses. For example, lithium-ion and lead-acid 
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batteries degrade each time they are recharged. This means that their energy density is constantly decreasing. 
The rate of degradation varies by type of batteries, temperature of surroundings, etc. It is hard to accurately 
predict the degradation rate, yet it can be assumed that for degradable batteries, this has a negative effect 
on their lifespans. Another pitfall is the self-discharge of batteries. Self-discharge is the phenomenon in 
which batteries discharge even when they are not in use. While this characteristic may be small, it could 
cause significant changes in the batteries’ lifespans. 

A major pitfall of LightSail is that there is little information available to the public. This results in a 
number of assumptions being made in order to estimate weight, volume, and cost values. It also decreases 
the confidence with which it can be said that it is safe, reliable, and efficient. As the safety risks are unknown 
under normal operating conditions, it is difficult to extrapolate any of these risks to the low-pressure, high- 
speed environment in the Hyperloop. 

Limitations 

Apart from the pitfalls that each battery type possesses, a number of assumptions were also made in 
analysis, resulting in some limitations. The most important limitation is that the volume and weight required 
for each energy storage system is larger than that suggested by Musk. The size and weight of the energy 
storage systems are heavily weighted 

in the analysis. Therefore, the analysis resulted in determining which battery has the most potential to 
meet these requirements rather than which battery meets or exceeds them. 

Alternatives 

For subjects of analysis other than LightSail, only those currently being widely used were chosen. 
Once their safety is established, several batteries currently undergoing research, such as hydrogen fuel cells 
and molten salt batteries, may be used as alternatives. 

Hydrogen stores a huge amount of energy, as much as 32 kWh/kg,! 16 l in the form of chemical energy. 
Although its energy reduces in the course of stabilization, it can still reach a .330 kWh/kg energy density 
with present technology,! 1 '1 and research shows that it can even store up to 8 times as much energy as 
lithium-ion batteries can.! 18 ! 

Though available molten salt batteries have energy densities comparable to the lithium-ion battery I 19 !, 
a new molten salt battery being developed by Sumitomo Electric Industries Ltd. and Kyoto University has 
achieved energy densities even higher than those of the lithium-ion battery, reaching up to .290 kWh/L. Since 
the battery is also non-volatile and non-flammable, the batteries can be packed closer together, resulting 
in a higher energy density! 20 !. Thus either the hydrogen fuel cell or the molten salt battery may be viable 
options for the energy storage system for the Hyperloop. 

Conclusion 

The three energy-storage systems selected (LightSail, lithium-ion batteries, and lead-acid batteries) were 
reviewed using a Pugh Matrix. The Pugh Matrix assessed these options in the following categories: energy 
density, safety, cost, performance/efficiency, and reliability. By ranking these methods on a scale from 1-5 in 
each category, it was determined that the best energy storage system of the three analyzed for the Hyperloop 
is the lithium-ion battery. 

Lithium-ion batteries have a very high efficiency, and it is unlikely that another storage option will have 
a significantly improved efficiency. It is acknowledged that although the lithium-ion battery may be the 
best of the three selected options, it may not be the right energy storage system for the Hyperloop. This 
is evident in the weight required in order to supply the capsule with sufficient power. Lithium-ion batteries 
weigh the least compared to lead-acid batteries and LightSail, but at an estimated 4,000 kg, they weigh 
about 2.5 times more than the 3,400 lb (1545 kg) suggested by Musk! 1 !. i n addition, lithium-ion batteries 
are extremely expensive. At an estimated 20- year cost of $913 million, lithium-ion batteries cost three times 
more than lead-acid batteries and 65 times more than LightSail. This suggests that there may be another 
option better suited to powering the Hyperloop. The $913 million dollars required is the highest of the three 
options but it is considerably inexpensive compared to the current high speed rail budget of $68.4 billion! 1 !. 

Possible alternatives are molten salt batteries or hydrogen fuel cells as they may possess higher energy 
densities than lithium-ion batteries. This is particularly important as the battery weight is tied to the 
required weight of the power system. If these alternatives have comparable densities to lithium-ion batteries, 
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improved energy density may allow them to meet the suggested weight. 

A limitation in the analysis that should be taken into future consideration is that varying the size and 
weight of the batteries, along with many other variables, will alter the power needed for the compressor. 
Thus, calculations for the power requirement should take these variations into consideration. This should 
considerably alter the conclusions drawn as to which energy storage system is ideal for the Hyperloop. 
Appendix A - General Calculations 
Energy Consumption of Compressor 
325 kWh x 45min x 1 hr60 min=243.75 kWh (Al) 

Appendix B - LightSail Calculations 
Volume of the air 

The work from LightSail can be modeled as an isothermal, reversible gas expansion. 
dW=PdV 

Pressure is too high to assume ideal gas conditions; the Redlich-Kwong takes intermolecular interactions 
that gases experience at high pressures; it is as follows: 

P=RTVm-b-aTVm( Vm+b) (B 1 ) 

a and b are constants that vary depending on the gas. LightSail uses air, so corresponding constants for 
air will be used in the calculation [20]. 

0 Wd W = Vm 1 Vm2 ( RT Vm-b-aT Vm ( Vm+ b ) ) nd Vm ( B 2 ) 

Vml and Vm2 are the molar volume at the start and end of the expansion, respectively, n is number of 
total moles. The expansion can be considered to have the following parameters: 

T=300K R=82.05746cm3*atmK*mol ? ? =0.70 

a=15. 65*106 (atm)(K12)(cm3mol)2 b=25.3cm3molP0=204.14 atm 

Initial pressure is known as P0=204atm, so initial molar volume Vml can be calculated [21]. p is the 
efficiency of LightSail regarding work output. 

PO=RTVml-b-aTVmlVml+b (B3) 

Vml=256.5cm3 

After specifying work needed, W, the following system of equations must be solved in a manner that 
minimizes volume V by choosing the appropriate value of number of moles n. 
W/p=VmlVm2(RTVm-b-aTVm(Vm+b))ndVm (B4) 

V=Vm2*n 

The capsule needs 243.75 kilowatt-hours of work during its 45-minute period of operation, and solving 
for the volume gives 
Vair=17.1m3 
Volume of the Water 

As LightSail uses hot water to give the gas the energy needed for expansion, this water could potentially 
take up some space as well. 
dQ/p=mcdT 

dQ is the change in heat, dt is the change in temperature, m is the mass, and c is the specific heat 
capacity of water. The hot temperature of LightSail is assumed about 550K and the cold temperature in 
a typical heat engine might be about 270K. With the heat capacity c=0.0116kWh/kg*K, the mass of the 
water needed can be calculated. 

m=243. 75kWh /. 70.00116kWlikg*K*550K-270K=750kg (B5 ) 

Transforming mass into volume, with density p 1000kg/rri3 

Vwat er=m p= 750kgl 000m3 

Vwater=l.llm3 

To find the combined volume of air and water, the two volumes are added together: 

Vair / water Vair Water 17. Irn3 1 . 1 lru3 (B6) 

Vair+ water= 18. 2m3 
Volume of Piston 
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The maximum diameter of the piston is equivalent to the maximum height of the Hyperloop capsule, 
1.10 m. Using the AS ME' guidelines for pressure vessels, the walls of the stainless steel piston must be 4.01 
inches (0.102 m) thick [22]. The area of the piston is calculated: 

Atot-Acenter=Apiston, A=nr2 (B7) 

7rDout24-7rDin24=Apiston 
ttI. 1024- ttI. 10-2. 10224=.320 m2 

The volume of the piston is equivalent to the length of the piston multiplied by the inner area: 
VmaxAcenter=L (B8) 

IT.IttI. 10-2. 10224=27.1 m 

If the piston walls are a uniform thickness along the length, the volume of steel required per piston is 
V=A*L=. 320*27. 1=8.67 m3 (B9) 

Using the density of steel, 8027 kg/m 3 , the mass of steel required per piston is 48,800 kg steel [23]. 
Mass=8.67 m3x8027kgm3=69,600 kg (B10) 

Appendix C - Lead Acid Battery Calculations 

In order to produce 243.75 kWh of energy to the compressor, assuming that the lead acid batteries have 
a specific energy of 35 Wh/kg, can be depleted to no less than 40% of their capacity and the discharge 
efficiency of the batteries is 71%, the mass of lead acid batteries required is: 

243. 75 kWh x 1000 WhkWh x 1 kg35 Wh x 10.60 x 10.71=16,348 kg (Gl) 

Assuming an energy density of 70 Wh/L, the volume of the lead acid batteries required is: 

243.75 kWh x 1000 WhkWh x 1 L70 Wh x 10.6 x 10.71=8,174 L (C2) 

Appendix D - Lithium Ion Battery Calculations 

In order to produced 243.75 kWh of energy to the compressor, assuming that the lithium ion batteries 
have a specific energy of 120 Wh/kg, can be depleted to no less than 40% of their capacity, and have a 
discharge efficiency of 85%, the mass of lithium ion batteries required is: 

243.75 kWh x 1000 Will kWh x 1 kgl20 Wh x 10.60 x 10.85= 3,983 kg (Dl) 

Assuming an energy density of 230 Wh/L, the volume of the lithium ion batteries required is: 

243.75 kWh x 1 L0.230 kWh x 10.85 x 10.60=2078 L (D2) 

Appendix E - Cost of Energy Storage Systems 
LightSail 

With an estimated minimum piston mass of 48,800 kg of stainless steel, and a cost of $1,500 per tonne 
of stainless steel, the minimum estimated cost of LightSail is: 

69.600 kgpiston x 1 tonnelOOO kg x $l,500tonne=$104,400piston (El) 

It is assumed that the cost of the piston will comprise the majority of the cost for a LightSail module. If 
it is assumed that this cost is approximately 75% of the total cost, the estimated cost of a LightSail module 
is: 

$104,400piston x 10.75= $97 ,600piston ^ $139,200piston (E2) 

With an estimation of 100 capsules - which is notably much higher than the realistic number of capsules 
in commission at any given time - and a minimum lifetime of 20 years, the cost of LightSail is: 
$140,00piston x 100 pistons=$ 14 million (E3) 

Batteries 

With a departure rate of one capsule every two minutes from both San Francisco and Los Angeles: 

2 trips2 minutes x 1440 minutesday= 1440 tripsday= 525,600 tripsye ar (E4) 

After each trip, the battery needs to be recharged. The number of recharges during the lifetime of the 
battery varies with battery type. 

Lithium-ion 

With 1900 recharges during the lifetime of a lithium-ion battery: 

525.600 rechargesyear x 1 battery 1900 rec,harges= 277 battericsyear (E5) 

Given the power requirement of the battery (243.75 kWh) and the cost per Wh for lithium-ion batteries 
($0.689/Wh), the cost of each battery is: 

243.75 kWhbattery x $0.689Wh x 1000 WhkWh= $167,943.75battery = $168,000battery (E6) 

Thus, the annual cost of lithium-ion batteries is: 
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277 hatteriesyear x $168,000battery= $46,536 millionyear = $46.5 millionyear (E7) 

Over a time span of twenty years (the assumed lifespan of LightSail), the estimated cost of using lithium- 
ion batteries is: 

$46.5 millionyear x 20 years =$931 million (E8) 

Lead-Acid 

With 1200 recharges during the lifetime of a lithium-ion battery: 

525,600 recliargesyear x 1 battery 1200 recharges= 438 hatteriesyear (E9) 

Given the power requirement of the battery (243.75 kWh) and the cost per Wh for lithium-ion batteries 
($0.15/Wh), the cost of each battery is: 

243.75 kWhbattery x $0.15Wh x 1000 WhkWh= $36,562.5battery = $36,600battery (E10) 

Thus, the annual cost of lithium-ion batteries is: 

438 hatteriesyear x $36,000hattery= $15,768 millionyear = $15.8 millionyear (Ell) 

Over a time span of twenty years (the assumed lifespan of LightSail), the estimated cost of using lithium- 
ion batteries is: 

$15.8 millionyear x 20 years =$316 million (E12) 

Appendix G - MATLAB Code Used to Calculate Volume Air Required 

clear all 
clc 

S=input( ’Desired work in kWh is =’); 

%Parameters 

T=300; 

a=15.65*10~6;b=25.3; 

P=204.16; 

R=82. 05746; 

W= 3600000; 

%Solving for Vml 
syms Vm X 

Vml=solve(P==R*T / (Vm-b)-a/ (sqrt ( T ) * Vm* ( Vm+b ) ) ) ; 

Vml=Vml(l); 

%Finding Smallest Volume 

V=@(n) solve(int(R*T/(X-b)-a/ (sqrt (T) *X* (X+b) ), Vml, X)*n-W*S/0. 7) *n*. 000001; 

[N ,fval] fniinseareli ( V , S * 1 52 ) ; 

fprintf(’The volume of the air after expansion will be %3.1f cubic meters\n’,fval) 
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